scanner-veronica-romero@archive.org,open D:\Images\_incoming\recordsoffiekent0023unit\recordsoffiekent0023unit.idf,8/20/2010 10:42:26 PM
scanner-veronica-romero@archive.org,exit,8/20/2010 10:52:01 PM
unknown (batch),open D:\images\recordsoffiekent0023unit\recordsoffiekent0023unit.qpf,8/23/2010 12:25:07 PM
unknown (batch),processing started,8/23/2010 12:25:11 PM
unknown (batch),processing stopped,8/23/2010 1:25:50 PM
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